Siluvos  Sv.  P.  Marijos  Garbei,  Sventoves 
vidus.  Baznycia  pastatyta  Cikagojei  1953-7  m. 
Boroko  ir  Lietuviu,  Liaudies  architekturos  ir 
ornamentikos  styliuje,  minint  Karaliaus  Mind- 
augo  vainikavimo  700  metu,  sukakti,. 
Interior  of  Nativity  of  the  Blessed  Virgin 
Mary  Church,  Chicago.  Built  in  1953-7,  baro- 
que style  with  Lithuanian  folk  art  in  the 
ornaments,  in  commemoration  of  the  700th 
anniversary  of  the  Coronation  of  Mindaugas, 
first  Catholic  King  of  Lithuania. 

Rt.  Rev.  Msgr.  G.  A.  Paskus,  Pastor 
J.  Mulokas,  Architect 
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